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NOTES: 

1. BREAK ALL EDGES TYP .01 CHAMFER 


PROPRIETARY AND CONFIDENTIAL 

THE INFORMATION CONTAINED IN THIS 
DRAWING IS THE SOLE PROPERTY OF 
TITANS OF CNC . ANY REPRODUCTION 
IN PART OR AS A WHOLE 
WITHOUT THE WRITTEN PERMISSION OF 
TITANS OF CNC IS PROHIBITED. 


UNLESS OTHERWISE SPECIFIED: 


DIMENSIONS ARE IN INCHES 
TOLERANCES: 

X= + .030 
XX= ± .010 
XXX= ± .005 


MATERIAL: 360 BRASS 
STOCK SIZE: 1.5" ROUND 


MACHINE 


DO NOT SCALE DRAWING 


TITANS 


TITLE: 



TITAN KNIGHT 

SIZE 

DWG. NO. 

REV 

D 


KN12 

3 

DRAWN 

W.BOYCE 1 8/28/2017 

SCALE: 2:1 

SHEET 4 OF 6 
















































































































































































































































































































































































